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OFFICE OF 

THE DIRECTOR OF CENTRAL INTELLIGENCE 

WASHINGTON 25, D. C. 


Attachment 
USIB-D-33. 3/3 
28 May 1962 


MEMORANDUM FOR THE UNITED STATES INTELLIGENCE BOARD 

SUBJECT: Designation of Chairman, Guided Missile and 

Astronautics Intelligence Committee (GMAIC) 


After further consideration of the Chairmanship of the Guided 
Missile and Astronautics Intelligence Committee, USIB, as previously 
discussed by the Board on 4 April 1962, I have decided to designate 
Dr. Albert Dewell Wheelon, Assistant Director for Scientific Intelligence 
(designate), Central Inte lligence Agency, to that post vice | | 

who has been reassigned. 


I trust that this appointment will meet with the concurrence of 
the Board. 



JOHN A. McCONE 


Director 
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